Journal of Evaluation in Clinical Practice 


Editor 
Andrew Miles 


Volume 7 2001 


h 
U 


| 
| 

| 

| 

| 
| 

| 

| 

| 

| 

| 

| 


JOU 

AL 


rnal of Evaluatio 


ckwell Science I 

rization to photo 

4 


Service, p 


nin Clin 


foy 

rance Ce 
i+ 


La 


d direct to CCC, 222 Rosew 


1923, USA. This consent d 


S 
fo 
sucn asc iO! ene 
tic | purposes, for creat 
Sale. Spec requests s d 
IC1A 
294/01/$14.( 


I i] 
ed by Blackwell 


Scien Ltd 


ey Mead, Oxford OX2 OEI 


hn Street. London 


eel, 


WCIN 2 


D-10707 Berlin, Germany 


Blackwell Science KK, MG Kod 


nn 


IP 


ractice, 


] 
el 1 OF pers¢ 1 USe 
recific chents, is granted 


r (CCC) Transactional 


ise fee of $15.00 per copy 


910, Danvers. 


t extend to other kinds of 


1 for advertising 


new collective works o1 


1 to th 


| > lif 
addressed to the Editors 


by Blackwell Science Lt aries and other users registered 

with the Copyright Clea le 

iS Wood Drive. Suitc 

>= 

copvi | distributio 

or prc 

0 

23 Ainslie Place. Edinburgh EH3 6AJ 

Commerce Place, 350 Main Street, Malden, MA 02148-5018, 

USA 

54 University Street. Carlton. Victoria 3053, Australia 

Other Editorial Offices 

Blackwell Wissenschaft-Verlag GmbH: Kurfiirstendamm 57, 

Building, 

7-10 Kodenmacho Nihombashi, Chuo-ku, Tokyo 104, Japan 

Typeset by Best-set Typesetter Ltd., Hong Kong 

Printed by Cambrian Printers, Aberystwyth, UK 
| 


Journal of Evaluation in Clinical Practice, 7 


Contents 


Volume 7, Issue 1 


Reliability and validity of the Intercollegiate Stroke 
Audit Package P-H. Gompertz, P. Irwin, R. Morris, 
D. Lowe, Z. Rutledge, A.G. Rudd and M.G. Pearson, | 


Monitoring the care of lung cancer patients: linking audit 
and care pathways E. Kaltenthaler, A. McDonnell 
and J. Peters, 13 


Outcomes-based trial of an inpatient nurse practitioner 
service for general medical patients Mathilde H. Pioro, C. 
Seth Landefeld, Patricia F. Brennan, Barbara Daly, 
Richard H. Fortinksy, Unhee Kim and Gary E. 

Rosenthal, 21 


A comparison of Bayesian vs. a frequentist method for 
profiling hospital performance Peter C. Austin, C. David 
Naylor and Jack V. Tu, 35 


Palliative radiotherapy of bone metastases: an evaluation 
of outcome measures M.B. Barton, R. Dawson, S. Jacob, 
D. Currow, G. Stevens and G. Morgan, 47 


Hawthorne effects and research into professional practice 
John D. Holden, 65 


An evaluation approach for a new paradigm — health 
care integration Inge de Jong and Claire Jackson, 71 


Research Letter 


Medicolegal aspect of death: medical referee’s input in 
the aftermath of Shipman M./. Memon, M.A. Memon, J.S. 
Horner and M.H. McCann, 81 


Volume 7, Issue 2 


Recent developments in evidence-based healthcare 
debate A. Miles, P. Bentley, A. Polychronis, J. Grey 
and C. Melchiorri, 85 


Meaning and measurement: an inclusive model of 
evidence in health care Ross E.G. Upshur, Elizabeth G. 
VanDenKerkhof and Vivek Goel, 91 


Rationality in medical decision making: a review of the 
literature on doctors’ decision-making biases Brian H. 
Bornstein and A. Christine Emler, 97 


Introduction to clinical reasoning Alison Round, 109 
Evidence-based medicine and randomized double-b! 
clinical trials: a study of flawed implementation 
Michael D. Kirk-Smith and David D. Stretch, 119 


ind 


Including qualitative research in systematic reviews: 
opportunities and problems Mary Dixon-Woods, Ray 
Fitzpatrick and Karen Roberts, 125 


An illustrated guide to the methods of meta-analysis 
Alexander J. Sutton, Keith R. Abrams and David R. 


Jones, 135 


A critique of hypertension treatment trials and of their 
evaluation John I. S. Robertson, 149 


The potential influence of small group processes on 
guideline development Claudia Pagliari, Jeremy 
Grimshaw and Martin Eccles, 165 


Publishing web-based guidelines using interactive 
decision models Gillian Sanders, Robert F- Nease and 
Douglas K. Owens, 175 


Clinical practice guidelines: when the tool becomes the 
rule Michael J. Long, 191 


Evidence-based medicine in general practice: beliefs and 
barriers among Australian GPs Jane Young and Jeanette 


E. Ward, 201 


Shared decision-making observed in clinical practice: 
visual displays of communication sequence and patterns 
Glyn Elwyn, Adrian Edwards, Michel Wensing, Richard 
Hibbs, Clare Wilkinson and Richard Grol, 211 


Effectiveness of educational intervention on the 
improvement of drug prescription in primary care: a 
critical literature review Adolfo Figueiras, Isabel Sastre 
and Juan Jesus Gestal-Otero, 223 

Exploring the pathology of quality failings: measuring 
quality is not the problem — changing it is Huw Talfryn 
Oakley Davies, 243 


! 

| 

| 

| 


in ators the n ») 
Errors: can indicators measure the magnitude? \ 


ahé A. 
Kazandjian, Nikolas Matthes and Tom Thomas, 253 


Volume 7, issue 3 


Improving the quality of care of patients with asthma: the 


example of patients with severely symptomatic disease 
Xiaofeng Liu, Roxanna Farinpour, Cary Sennett, Brian W. 


Bowers and Antonio P. Legorreta, 261 


Explaining the use and none-use of community-based 


long-term care services by caregivers of persons with 


ia Maureen Markle-Reid and Gina Browne, 271 


Coding diagnoses and *S using a high-quality 
clinical database instead of a medical record review 
Carl van Walraven and Sylvie V. Demers, 289 


Age period cohort analysis of time t1 


oO 


nortality rates in England, Wales and Scotland Chris 


Robertson and Russell Ecob, 299 


What issues are raised by evaluating problem-based 


undergraduate medical curricula? Making healthy 
the literature Gillian Maudsley, 311 


1 
tlic 


connections across 


Structuring student learning in the primary care setting: 
ebecca J. Kurth, Matilde M. 
Irigoyen and Hilary J. Schmidt, 325 


where is the evidenc 


Are serum anticonvulsant levels in people with epilepsy 
appropriately monitored? Ajay Thapar, Alan Richens, 
Martin Roland, Ann Jacoby, lan Russell, Chris Roberts, 
Elaine Porter and Sonya Wall, 33 


Collaborating with a primary care-based research 
network Emma J. Frew, Vicky Hammersley, Jane 


Wolstenholme and David K. Whynes, 339 


perspective Alok Tiwari, Neil Abeysinghe, Alison Hall, 


Prasanna Perera and Jenny S. Ackroyd, 343 


hon! ‘tor r white co > The n ie 
Should doctors wear white coats? The patient s 


Volume 7, Issue 4 


Physicians’ attitudes towards voluntary reporting of 
adverse drug events Adolfo Figueiras, Fernando Tato, 
Jesus Fontainias, Bahi Takkouche and 

Juan Jesus Gestal-Otero, 347 


Towards case-based performance measures: uncovering 
deficiencies in applied medical care Simon Hoelzer, 
Werner Waechter, Andrew Stewart, Raymond Liu, Ralf 
Schweiger and Joachim Dudeck, 355 


Applying Prochaska’s model of change to needs 
assessment, programme planning and outcome 
measurement Kathryn Parker and Sagar V. Parikh, 365 


Evaluation of clinical information systems. What can be 
evaluated and what cannot? Thomas Biirkle, Elske 
Ammenwerth, Hans-Ulrich Prokosch and Joachim 
Dudeck, 373 


Medical ethics education: to what ends? Michael L 


Gross, 387 


How to validate clinically important change in health- 
related functional status. Is the magnitude of the effect 
size consistently related to magnitude of change as 
indicated by a global question rating? Berrie Middel, 
Roy Stewart, Jelte Bouma, Eric van Sonderen and 

Wim J. A. van den Heuvel, 399 


Problems in using health survey questionnaires in older 
patients with physical disabilities. The reliability and 
validity of the SF-36 and the effect of cognitive 
impairment D. Gwyn Seymour, Anne E. Ball, Elizabeth 
M. Russell, William R. Primrose, Andrew M. Garratt and 
John R. Crawford, 411 


Utility and treatment decisions: 15 clinical cases in Japan 
Nanshi Matsuura, Isao Kamae, Hajime Nakamura and 
Takeshi Maruo, 419 


Author index, 431 


Subject index, 433 


— 


